Viracocha / Kukulkan / Quetzalcoatl 


The Feathered Serpent God is one of the great mysteries of the 
ancient American cultures he was called Viracocha by the Incas, 
Kukulkan by the Mayas, Quetzalcoatl by the Aztecs, Gucumatz in 
Central America, Votan in Palenque and Zamna in Izamal. He and 
in some cases his 'men' were described as being Caucasian, 
bearded men in some writings and as someone with white skin, 
hair on the face and beautiful emerald eyes in others. 

Viracocha / Kukulkan / Quetzalcoatl (is) are one of the many 
enigmas of our Earth's history. 

Mesoamerican legends in general all seem to feature the same 
God despite the fact that each Mesoamerican culture had its 
"own" lore about the creation of humanity. There exists a 
common element in all of them - 

Viracocha/Kukulkan/Quetzalcoatl- this deity is either directly 
involved in the actual process of creation or acts as humanity's 
protector and advocate. Some of the stories vary both slightly 
and significantly, but maintain for the most part a common theme 
as described above. 

Many similarities and parallels exist between Mesoamerican and 
Indian (India), Sumerian and Egyptian mythology as well as having 
many elements comparable with stories in the Bible. 


Archaeological debates still flare with regular frequency about 
the dates of the Mesoamerican cultures. In some cases scholars 



claim Mesoamerican culture on a sophisticated level existed 
before that of Ancient Sumer, which is currently accepted as the 
oldest civilization. 


Consensus History places humans in the Arwzncas only after the 
time of the Bering Land Bridge their crossing taking place 
between 12,000 and 9,000 BCE. However accepted archeological 
findings show humans in the Aw\er'\cas as far back as 30,000 
years ago, controversial finds push this date much further back 
into pre-history, some finds dating back millions of years. 


The Incas, Maya and Aztecs had cultures that were thriving and 
quite advanced in many ways. The calendars, and art of these 
peoples were at least equal if not superior in quality to European 
standards and to that of ancient Egypt. 

The deity known as Viracocha / Kukulkan / Quetzalcoatl was said 
to be responsible for giving these crafts to the, Incas, Mayas and 
Aztecs. 

The Architecture and construction techniques for many of the 
pyramids and other buildings and ruins in Mesoamerica rival and in 
some cases seem more sophisticated than those employed by 
Egypt for the Great Pyramids at Giza. Like the Giza Pyramids 
many of the dates of construction are still under scientific as 
well as archeological debate. Like Egypt many Mesoamerican sites 
beg the question of how these monuments were constructed, how 
the stone used in these constructions were quarried, how they 
were transported (vast distances) and how they were placed. 



The Incas: Viracocha 


The Incas, who had a great technology (relatively speaking) when 
the Europeans were still barbaric nomads, said that their 
technology was taught to them by Viracocha who was described 
as a Caucasian, bearded God. 

Viracocha was the creator of the Incas, the Sun, Mother Earth 
and all else. Viracocha was called the supreme founder, and 
Creator of all. 

Legends of the Aymara Indians say that the Creator God 
Viracocha rose from Lake Titicaca during the time of darkness to 
bring forth light. 

Viracocha was a storm god and a sun god who was represented as 
wearing the sun for a crown, with thunderbolts in his hands. 

Viracocha made the earth, the stars, the sky and mankind, but his 
first creation displeased him, so he destroyed it with a flood and 
made a new, better one by shaping clay figures and breathing life 
into them. Afterward he instructed these beings of his own 
creation in language, customs, arts, knowledge, cleanliness and 
civilized behavior and finally flew some of them to different 
continents, which they were supposed to inhabit thenceforth. At 
some later time Viracocha and his assistants traveled to many 
countries to check how his instructions were being followed. 

Viracocha eventually left; some legends say across the Ocean to 
the east, other legends say to the west some say that he left by 



walking on the water, others that he left on a raft made from 
living and writhing snakes and still others say on a fantastic ship 
that sinks and travels under the waves which can only be meant to 
describe a submarine. He promised someday to return. It was 
thought that Viracocha would re-appear in times of trouble. 


References are also found of a group of men named the 
"Suncasapa" or "Bearded Ones" they were the soldiers of 
Viracocha or the "Angelic Warriors of Viracocha". 


Note: Later one of the Inca Kings (the eighth Inca ruler) took on 
the name of Viracocha. 

The Incan Empire existed in South America, covering parts of 
modern-day Peru, Bolivia, Ecuador, Chile and Argentina, with its 
capital in the modern-day city of Cuzco, Peru. It is unknown how 
long the empire existed as there is scholarly debate to this day, 
some say as early as 9000 BCE others only give it a date of @ 
1200 CE until the death of the last emperor at the hands of the 
Spanish Conquistadores in 1533. 

In many ways Tiahuanaco, in Bolivia is an archaeological enigma it 
has been dated between 15,000 BC and 9,000 BCE (dates still 
hotly debated by many scholars). This "dating" is based upon 
clear geological evidence that the Altiplano on which the city was 
built did not rise to it's current height until somewhere between 
@ 12,000 and 8,000 BCE and the fact that Tiahuanaco contained 
a "Sea Port" shows that the city existed before then and the 
date of 15,000 BCE is probably the more accurate. The 
Kallasasaya an extensive structure at Tiahuanaco has been 
determined to be astronomically aligned to the heavens and laid 
out as an observatory around 15,000 BCE. 



The monumental stone construction involved is to this day 
unexplained as far as cutting dressing and transporting the 
stones form the two quarries used; one being ten miles away and 
the other 50 miles away, raising the question of how the 
enormous blocks were transported in an age before the horse was 
domesticated in South America and the wheel supposedly didn't 
exist. 


Close examination of the structures shows an unusual technique 
behind their building. The stone blocks were notched, then fitted 
together so that they interlocked in three dimensions these 
grooves which contained bronze were able to support the stones 
one against the other. This is an interesting fact since the 
Aywzncas supposedly did not have a bronze age. The result was 
buildings strong enough to withstand earthquakes. 


Tiahuanaco is an example of engineering so monumental that it 
dwarfs even the work of the Egyptians. Stone blocks on the site 
weigh anything up to 65 tons. They bear no chisel marks, so the 
means by which they were shaped remains a mystery. 


The possibility also exists that the Inca's were latecomers to the 
area taking over pre-existing building sites and adding to them. 
This theory is given some credence by the fact of the obvious 



differences in the quality and style of architecture, where later 
generations of Inca added to and in some cases expanded existing 
structures. 


Many of the sites further a field in Mesoamerica fit the same 
pattern, many show two distinct and different architectural 
styles and levels of technology, this is true for the Mayans and 
the Aztecs and not just the Inca. 


If this is the case and the Inca's were late-comers why are there 
no signs of those they replaced? 


The whole scientific consensus of when many South and Central 
American ruins were built is based upon pottery shards. The 
consensus is wrong! 


The Maya: Kukulkan 


The legends say that he came from heaven to earth, and because 
of that he was represented as a feathered serpent in all the ruins 
of Mexico's archaeological sites. Considered half man and half 
god in one being, the quetzal bird was chosen as his totem, the 
bird representing heaven and the serpent representing earth. 

White-skinned and bearded, Kukulkan was also the god of life and 



divine wisdom. He brought love, penitence, and exemption from 
the usual rituals of sacrifice and blood offering. 


He was a mystical being who met with people from distant places, 
and had the power to heal the sick and bring the dead back to 
life. When he departed for the east, traveling the ocean on a raft 
of serpents, he promised his followers that he would return. 

He used to say: "ytzeen caan, ytzeen muyal," which in ancient 
Mayan means: "I am the dew and substance from heaven." 

As with many Myths about Gods and Goddesses - Mayan Myths 
discuss connections with being from other realms who came to 
Earth to seed the planet. 

Many people see in the story of the Popol Vuh the story of 
extraterrestrial Gods who came down and made man in his own 
image. When they first made man he was perfect - living as long 
as they did - he could see far and wide - clairvoyant - and was as 
perceptive as they were. 

They realized that they had made a competitor who was as wise 
as the Gods themselves. So they destroyed him and started over 
creating present day man. Modern man lives shorter lifetimes, is 
not as smart, and is here to act as a servant race to the Gods. 

Within their culture they have legends of visiting Gods from 
outer space. In the last thousand years the being known as 
Kukulkan the Great Feathered Serpent was a God who brought 
the teaching of peace to this part of the world and appeared as a 
white God with a beard. The drawings of him look almost identical 
to the drawings of the being known as Ea or Enki in the ancient 
Sumerian teachings. 



Mayan civilization 


The Maya are a people of southern Mexico and northern Central 
America with some 3,000 years of rich history. The Maya were 
part of the Mesoamerican Pre-Columbian cultures. Contrary to 
popular myth, the Maya never "disappeared"; millions still live in 
the region, many of them still speak one of the Maya family of 
languages. 

The Mayan civilization conjures in the imagination glorious cities, 
precious artwork, jewels carved of jade and gold, grand rituals 
atop towering pyramids - and yet most of the great cities had 
been abandoned before the time of the conquest. 


The meaning of the word Maya illuminates some of the mystery 
surrounding this great people. In the Hindu Vedas, the Maya were 
described as a tribe of navigators who circumnavigated the globe, 
bearing wisdom and knowledge. In India, they were known as the 
'Naga Mayas, 1 in Greece as the 'Cara Mayas,' and in Egypt as the 
'Maya.' To this day, speakers of ancient Maya retain a profound 
knowledge of the roots of the major world languages." The word 
Maya in Sanskrit means, "the marvelous power of creation, God's 
power, to measure, to limit, to give form ... the beginning-less 
cause that brings about the illusion of the world." 


Archaelogical evidence shows the Maya started to build 
ceremonial architecture at least 3000 years ago and perhaps even 
much earlier. There is some disagreement as to the borders and 
difference between the early Maya and their neighboring Pre- 



Classic Mesoamerican civilization, the Olmec culture. Though the 
Olmec seemed to have influenced the early Maya. 


The Maya developed the famed cities of Tikal, Palenque, Copan 
and Kalakmul, as well as Dos Pilas, Uaxactun, Altun Ha, and many 
other sites in the area. They developed an agriculturally intensive, 
city-centered empire consisting of numerous independent city- 
states (Just like Sumeria and ancient India!). The most notable 
monuments are the pyramids they built in their religious centers 
and the accompanying palaces of their rulers. Other important 
archaeological remains include the carved stone slabs usually 
called stelae (the Maya called them Tetun, or "Tree-stones"), 
which depict rulers along with heiroglyphic texts describing their 
genealogy, war victories, and other accomplishments. 


Writing system 

The Maya writing system (often called hieroglyphics from a vague 
superf icial resemblance to the Egyptian writing, to which it is not 
related) was a combination of phonetic symbols and ideograms. It 
is the only writing system of the Pre-Columbian New World that 
can completely represent spoken language to the same degree as 
the written language of the old world. The decipherment of the 
Maya writings has been a long laborous process. Bits of it were 
first deciphered in the late 19th and early 20th century (mostly 
the parts having to do with numbers, the calendar, and 
astronomy), but major breakthroughs came starting in the 1960s 
and 1970s and accelerated rapidly thereafter, so that now the 
majority of Maya texts can be read nearly completely in their 
original languages. 



Unfortunately over-zealous Spanish priests shortly after the 
conquest ordered the burning of all the Maya books. Our 
knowledge of ancient Mayan thought must represent only a tiny 
fraction of the whole picture, for of the thousands of books in 
which the full extent of their learning and ritual was recorded, 
only four have survived to modern times. While many stone 
inscriptions survive (mostly from cities already abandoned when 
the Spanish arrived), only 3 books and a few pages of a fourth 
survive from the ancient libraries. Rectangular lumps of plaster 
and paint chips are a frequent discovery in Maya archaeology; 
they are the tantalzing remains of what had been books after all 
the organic material had decayed. 


Mathematics 

The Maya (or their Olmec predesessors) independently developed 
the concept of zero (indeed, they seem to have been using the 
concept centuries before the Old World), and used a base 20 
numbering system. Inscriptions show them on occasion working 
with sums up to the hundreds of millions. They produced 
extremely accurate astronomical observations; their charts of 
the movements of the moon and planets are equal or superior to 
any other civilization working from naked eye observation. The 
Maya calculation of the length of the solar year was somewhat 
superior to the Gregorian Calendar. 


Aztecs: Quetzalcoatl 



Quetzalcoatl ("feathered snake") is the Aztec name for the 
Feathered-Serpent deity of ancient Meso-America, one of the 
main gods of many Mexican and northern Central American 
civilizations. 

The name "Quetzalcoatl" literally means quetzal-bird snake or 
serpent with feathers of the Quetzal (which implies something 
divine or precious). 

Quetzalcoatl was the Lord of Intelligence and the Winds in Aztec 
mythology. 

Quetzalcoatl originated as a water god. The first myth he 
appears in, he is called "Precious Serpent" and was "the spirit of 
the waters which flowed along the winding bends of rivers" 

Myth has it that Quetzalcoatl did the following for humanity: 
Named all of the landmarks of the Earth (mountains, seas, etc.) 
Discovered Maize (Corn) 

Created fire (in the guise of Mixcoatl) 

Established the maguey culture — octli brewing and ceremonial 
drunkenness 

Gave instruction of music and dance 

Cured eye ailments, blindness, coughs, skin afflictions; gave the 
priests the practice of curandero, the diagnostic casting of lots 
(a sort of medical divination) 

Helped with fertility problems 
Sired royal lineages 

Established the priesthood — gave proper instruction of sacrifice 
and created the Tonalmatal (Book of the Destiny Days) 
Domesticated animals. 


Quetzalcoatl and Tezcatlipoca wrap themselves around 



Tlaltecuhtli and split her in half; one half creating the Earth, the 
other the Heavens. 

Quetzalcoatl's place among the gods 

Tlaloc: The two share a close relationship in his guise as Ehectal. 
In this manner, Quetzalcoatl can be seen as subordinate to 
Tlaloc. After all, it is Ehectal that announces the coming of the 
rains. It is then a great irony considering that in some myths 
Quetzalcoatl is older than Tlaloc and, furthermore, is said to 
have created Tlaloc (along with other gods). 

Tezcatlipoca: Out of all the gods, is the one that Quetzalcoatl is 
most intimately associated with. In one account, Quetzalcoatl is 
no more than an aspect of Tezcatlipoca; the White Tezcatlipoca. 
However, typically it is far more complicated than that. For 
whatever reasons they may have felt, the people decided long ago 
that these two would be confined to a yin-yang existence. The 
two gods would forever act out their polarity on the cosmic stage. 
On the one hand, they work together in creating the Earth and 
the Heavens; while on the other hand, they are constantly hostile 
to each other. They seem to forever be trying to destroy one 
another and they usually succeed, though Tezcatlipoca is usually 
more victorious. The clearest example of their relationship is 
seen with the Legend of Quetzalcoatl the Man. It can hardly be 
coincidence that it is Tezcatlipoca's followers who initiate the 
religious strife in Tula that leads to the banishment of Topiltzin. 
One explanation of their enduring conflict is in the nature of 
their being. As Tezcatlipoca is unpredictable, which is dangerous 
combination in light of the fact that Tezcatlipoca is also 
considered omniscient and omnipotent. Quetzalcoatl in comparison 
is humanity's savior. He is not as powerful, but he need not be. 

His deeds are what matter. They are in the end more powerful, 
due to their importance to the people, than any of the spells and 



illusions Tezcatlipoca can cast. In the end, it could have been a 
matter of who the people held closest to their hearts. For no 
matter all the strength and power had, people feared him where 
as they felt indebted to Quetzalcoatl. 

The Quetzalcoatl/Tezcatlipoca relationship is very similar to the 
sibling rivalry associated with the "gods" Enlil and Enki of the 
Sumerian pantheon. 

The Aztecs are a MesoAmerican people of a central Mexico tribe 
with a rich mythology and cultural heritage. In Nahuatl, the 
native language of the Aztecs, "Aztec" means "someone who 
comes from Aztlan". The Aztec also referred to themselves as 
the Mehika or Meshika or Mexico, the origin of the name 
"Mexico". Interestingly enough most natives in what we call 
Mexico are offended by the title Mexican. 

Little is known of the earliest Aztecs, they did not keep many 
written records. Their history was mostly passed on by word of 
mouth from one generation to the next. Legend has it that they 
came from an Island called Aztlan, meaning White Place -Some 
scholars make a linguistic connection between Aztlan and Atlantis. 

In the Aztec codex Tira de la Peregrinacion, commonly called the 
Migration Scrolls. The scrolls have the Aztecs leaving Aztlan, 
which was described as an island in a lake with Chicomoztoc 
depicted as seven temples in the center of the island. 

When their capitol city was built is yet another hotly debated 
topic of argument for many scholars. It is current accepted by 
many that the Aztec's capitol city was built sometime in the 14th 
century. This is directly at odds with many archeological and 
anthropological finds. How a city of the size, scale and grandeur 



of Tenochtitlan could have been built in the time period allotted 
by mainstream science seems impossible by the rules of common 
sense, as well as their supposedly primitive technological abilities 


The Aztec civilization contained about 15 million people that lived 
in nearly 500 towns and cities. About 300,000 people lived in 
Tenochtitlan. In this famous city, the government controlled and 
were responsible to deal with taxes, punishment, famine, and 
market trading. Punishment in the city of Tenochtitlan was 
enforced for breaking any of the code of government laws. 
Offenders were enslaved into tedious work conditions for a 
specific amount of time. If the offense happened to be minor, 
the law-breaker was charged with a string of fees or fines. 

The Aztec spoke a language called Nahuatl (pronounced NAH 
waht I). It belongs to a large group of Indian languages which also 
include the languages spoken by the Comanche, Pima, Shoshone 
and other tribes of western North America. The Aztec used 
pictographs to communicate through writing. Some of the 
pictures symbolized ideas and other represented the sounds of 
the syllables. 

Variations of this language are still spoken in some of the more 
remote areas of Mexico in which the indigenous cultures are still 
alive. Nahuatl is a variation of a larger language group known as 
Uto-Aztecan. Other variations on this language group are still 
spoken in some of the regions spanning from central Mexico 
through northern Mexico on into the southwestern United States 
including the Pima, Tohono O'ohdam of Arizona. 

The Cuicuilco Pyramid in Mexico is another enigma. It was 



geologically dated to before 8,500 BCE based upon the fact that 
it existed before the first volcanic eruption of Mount Xitli. This 
'fact' is still under debate. 


Truth's Avatar 

Let the light of the Truth burn the ignorance from your mind! 
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The Truth Seekers is an independent organization dedicated to 
the Truth in all things. 

To become a lifelong member and to be added to our mailing list, 
we ask for a $10.00 donation. Simply click on the button below 
and you will be sent to PayPal where you can make your 
contribution. 

Remember though, no contribution is necessary to use this 
website. We are simply here to share information and encourage 
others to join in the hunt for the truth. 



